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HIGH SPEED INCREMENTAL CATHODE RAY TUBE PLOTTER 


In these days of fast computers and slow mechanical plotters 
Link can provide the breakthrough for speed, resolution 
and accuracy in plotting. 

This plotter can be interfaced with any IBM System 360 
computer or operated off-line from a 7 or 9 track tape 
unit, and ybu can use existing CalComp and IBM 1627 software. 

Plotting is done at 100,000 points per second with a 4096 
element resolution and an accuracy of 1 increment. Quick 
look facilities can be provided using either a 10" storage 
tube or an S 1/2" x 11" hard copy (in 4 seconds) . 

The 35mm film output lends itself readily to aperture cards 
and D size drawings may be enlarged to full size with the 
same resolution as 1000 line plotters give you on A size. 

Typical applications are: 


Graph Plotting 
Logic Diagram Layout 
Printed Circuit Card Layout 
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Basic specifications are as follows: 


Interface: IBM 360 or 7 or 9 track tape 

units (off-line) 

Maximum Raster: 4096 x 4096. Adjustable at 

factory for any raster subject 
to above limitation. 

Film Size: 35mm 

Film: Aperture Area: .95 x 1.4 in. 

Maximum Recording Rate: 100,000/sec. points 

Linearity: .25% 

Stability: .001% per °C 

.05% per 8 hours 


Line Width: Variable, 1-4 line raster 

increments 

Software: Compatible with CalComp and 

IBM 1627 plotter routines. 


On a special order basis, computer output film plotters with 
similar high speed, high resolution performance can be made 
available for interface with other computer configurations. 


